COVID-19 VACCINES CONTAIN 
GRAPHENE OXIDE RAZOR BLADES 


COVID-19 vaccines contain Graphene Oxide nano size razor blades - non bio-gradable 
which remain in the body forever. The COVID-19 bio-weapon vaccine inserts them into 
your body, which then disperse all over your body cutting up your arteries, heart, 
lungs, brain etc... you have only O - 10 years to live once you have taken the COVID-19 
death shot. 
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Dr. Andreas Noack 
~MURDERED within 24 
» hours of publishing this 

video (November 23rd, 
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These nanoscale structures can 
best be described as razor blades. 


These razor blades are injected into the body. 





Nano-scale, tiny razor blades. 
Only one atom layer thick. 
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Relatively wide and high. They are razors, 
biologically not decomposable. 


It is basically an acid. 


So these are razor blades spread 
homogeneously in the liquid. 


And it is cut up by these razor blades. 
That is what's so dangerous. 


If you inject the vaccine into a vein, the razors 
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These are the sharpest imaginable structures 
because they are only on atom layer thick. 
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The mean thing is that toxicological 
tests are done in Petri dishes. 
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And there you will not find anything. 
Toxicologists do their tests in Petri dishes. 


They can't imagine that there are structures 
that can cut up blood vessels. 


It's anew material, toxicologists 
are not aware of it yet. 


There are pictures of coagulated 
blood coming out of the nose. 


People bleed to death on the inside. 


The faster the blood flows, the 





more damage the razors will do. 


And that top athletes with high blood circulation, 
completely healthy, suddenly drop dead. 
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You see people collapse immediately 
after vaccination and have a seizure. 
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Why are there these razor blades in the vaccine? 





Now they want to force vaccinate 
children from the age of 5. 


In Vienna it is already possible, with an "off-label" 
promotion, to immunize the 5 - 11 year olds. 


"Off-label" means the vaccination is not approved. 
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The basis of medicine or 
pharmaceutics is chemistry. 


Completely new substances unknown to 





nature are brought in (with the vaccines). 
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This is war. 





After the Spanish doctor's study it is official that 
nanoscale graphene (hydr)oxide is in the vaccine. 


So it is clear that razor blades are injected. 


Any doctor in Austria, who, after this information is 





now pulic, continues to inject this, is a murderer. 


lam not some guy in the carbon 
field. | doctored in this area. 


| worked for the world's biggest 
activated carbon manufacturer. 


In the area of new carbon products, 
| was the only expert in Europe. 
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But | can say as a chemist that we are absolutely 
certain that the graphene hydroxide is in there. 


These are the nanoscale razor blades. 


Now they want to inject children 
with these nano-sized razors. 


As a chemist, | vouch for the fact that 
these are nanoscale razor blades. 





This material has zero biological degradability. 
It stays in the body forever. 
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it cuts up the blood vessels little by little. 


It destroys the heart. All the heart attacks. 
All the strokes. 


lf you understand that razors are being injected, it is 
clear why all the cardiovascular diseases appear. 


The heart is cut up. The brain is cut up. 


Blood vessels are cut up. 





These graphene structures (aka monolayer 
carbon or monolayer graphite) are so stable. 


They are not degradable. 
The structure is 50 nm long and 0.1 nm thick. 
Of course it is a razor. 


Every chemist knows it is. 
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This material is declared an 
"experimental vaccine" for a reason. 


Every vaccinated subject has to sign 
that they take full responsibility. 





It will take 50 years until the contracts 
with Pfizer will be published. 


In Germany or Austria, there 
is nobody with my expertise. 





The whole population is supposed to be injected. 
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They are the first to impose a vaccine mandate. 
They are killing the whole Austrian nation. 


POHilisNoenuCo mere 
Nicolas Schallenberg a 
career diplomat, carries 

the hereditary title his 
family was conferred in 

1666 being part of the 
elite Habsburg dynasty. 
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Mr. Schallenberg is responsible for this. 


He must know that this is a razor, 
this is a means to kill. 


And if he knows this and continues, 
he is a mass murderer. 
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He will walk in Hitler's footsteps. 
And if you continue to inject, you are murderers. 
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Same with the health minister. 
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